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well and Hesseltine, 1981). When corn viewed under U.V. light displays
a bright greenish-yellow fluorescence (BGYF), it is probable that aflatoxin
may be present. Detection procedures for aflatoxins are given in AOAC
(1980). Because of the association of BGYF with the potential occurrence
of aflatoxins, the examination of corn and other grains with U.V. light
as a rapid screening procedure has been adopted by industry. This ex-
amination is utilized only as a presumptive test; the occurrence of BGYF
is indicative that more sophisticated testing for the presence of aflatoxin,
e.g., by high-pressure liquid chromatography, is needed. The use of U.V.
examination as a component of microbiological criteria is limited to pur-
chase specifications or guidelines.

Test for Phosphatase

The phosphatase test is part of a criterion for certain milk and milk
products to determine whether the product in question was pasteurized
properly and also to detect the possible addition of raw milk to pasteurized
milk (APHA, 1978; USPHS/FDA 1978). Methods, limitations, and inter-
pretation of test results are presented in detail in Standard Methods for
the Examination of Dairy Products (APHA, 1978). Routine methods for
the detection of phosphatase are well established and applicable to evaluate
the acceptability of pasteurized milk and milk products.
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